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PART III 


Notifications by High Court, Advertisement, Notices and Change of Name etc. 


IN THE HIGH COURT OF PUNJAB AND HARYANA AT CHANDIGARH 

COMPANY PETITION NO . 157 OF 2015 


IN THEMATTER OF : 
SECTION 391-394 OF THE COMPANIES ACT , 1956 

AND 


IN THE MATTER OF COMPOSITE SCHEME OF ARRANGEMENT 


AND 


IN THE MATTER OF : 
Kajaria Exports Private Limited having its registered office at 
SF- 01, Second Floor, JMD Regent Plaza , Mehrauli Gurgaon 
Road , Village Sikanderpur Ghosi, Gurgaon , Haryana – 122001. 

...Petitioner Company 1/ Amalgamation Company 1. 
Pearl Tile Marketing Private Limited having its registered office 
at SF -01 , Second Floor, JMD Regent Plaza,Mehrauli Gurgaon 
Road , Village Sikanderpur Ghosi, Gurgaon , Haryana - 122001 . 

...Petitioner Company 2/ Amalgamation Company 2 . 


Price : Rs. 5-00 


(113 ) 


114 


HARYANA GOVT. GAZ ., JULY 5 , 2016 (ASAR . 14 , 1938 SAKA) 


[PART III 


Cheri Ceramics Private Limited having its registered office at 
SF - 11 , Second Floor, JMD Regent Plaza, Mehrauli Gurgaon 
Road , Village Sikanderpur Ghosi,Gurgaon , Haryana - 122001 

... Petitioner Company 3 / Amalgamation Company 3. 
Kajaria Securities Private Limited having its registered office at 
SF - 02 , Second Floor, JMD Regent Plaza, Mehrauli Gurgaon 
Road , Village Sikanderpur Ghosi, Gurgaon , Haryana - 122001 

...Petitioner Company 4 / Amalgamated Company/ Demerged Company. 
Kajaria Portfolio Private Limited having its registered office 
at SF -01, Second Floor, JMD Regent Plaza,Mehrauli Gurgaon 
Road , Village Sikanderpur Ghosi, Gurgaon , Haryana - 122001 

... Petitioner Company 5 / Resulting Company . 
NOTICE OF SANCTION OF THE COMPOSITE SCHEME OF ARRANGEMENT 
Vide order dated 29th April, 2016 by the Hon ble High Court of Punjab & Haryana at Chandigarh , the 
composite scheme of arrangement between Kajaria Exports Private Limited (Petitioner Company 1/ Amalgamation 
Company 1 ), Pearl Tile Marketing Private Limited (Petitioner Company 21 Amalgamation Company 2), Cheri 
Ceramics Private Limited (Petitioner Company 3/ Amalgamation Company 3 ), Kajaria Securities Private Limited 
(Petitioner Company 4 / Amalgamated Company/ Demerged Company ) and Kajaria Portfolio Private Limited 
(Petitioner Company 5 / Resulting Company ) and their respective shareholders and creditors has been sanctioned and 
approved to be binding on the Petitioner Companies, its shareholders, creditors, employees and other stakeholders. 


Dated this 25 May, 2016 . 


(Sd .)..., 
SALINA CHALANA , 

Advocate , 
COUNSEL FOR THE PETITIONER COMPANIES 

House No. 62 , Sector 2, Chandigarh - 160001. 
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HARYANA WAQF BOARD 
( Established by Home and Administration of Justice Deptt ., Government of Haryana ) 

50 , Sardar Patel Marg, Ambala Cantt. – 133001 

The 27th June , 2016 
No. 24 /Lease - U /446 /03/HWB/09/ 15 / 14358 – In continuation of this office Notification vide No. 24/ 
Lease -U /(446 )/03/HWB/09 / 15 / 1587 , dated 3rd September, 2015 duly notified in the Haryana Government Gazette 
No. 36/2015 , dated September 8, 2015 , the Haryana Waqf Board , in exercise of the powers conferred under clause 
[(na ) of Sub - section (2 ) of Section 32 of the Waqf Act, 1995 (Act No. 43 of 1995 ) as amended by the Wakf 
(Amendment) Act, 2013, has revised the lease rent/ chakota money for agriculture waqf lands situated within the 
jurisdiction of Haryana State as enumerated at Sr. Nos. ( ii) to (vii ) in the Note of the previous Schedule Rates for 
agriculture waqf lands fixed in the year 2011 vide Haryana Government Gazette No. 4 , dated January 25 , 2011 
keeping in view the price rise and revailing market rate of rent with immediate effect. 

There will be minimum increase in reserve lease rent/chakota money of agriculture waqf lands @ 60 % in 
situations as enumerated at Sr. Nos. (ii ) to (vii ) in the Note of the previous Schedule Rates of the Board for 
agriculture waqf lands duly notified in the year 2011 as mentioned in Para (1 ) above. Rest of the reserve price/chakota 
money for agriculture waqf land will remain same already notified vide Notification No. 24 /Lease 
U / (446 )/03/HWB/ 09/ 15 / 1587, dated 3rd September, 2015 and duly published in the Haryana Government Gazette 
No. 36/2015 , dated September 8 , 2015 . 


MUHAMMAD AKIL , 

Administrator, 
Haryana Waqf Board . 
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BOARD OF SCHOOL EDUCATION HARYANA , BHIWANI 

(ISO 9001 : 2008 Certified Organizations) 
No. 1068 /Accounts 

Dated 15-6-2016 
Financial Statement of current account for the year 2015-2016 
Opening Balance as on 01-04-2015 (Incl. D.ed.HTET, B. Fund . T. Home, Corpus Fund ) 239750024-00 
Add actual income during the year 

1544854206-00 

1784604230-00 
Add redempition of FDR s during the year 

1802806000-00 

3587410230-00 
Less expenditure during the year 

1161963686-00 

2425446544-00 
Less investment during the year 

2375000000-00 
Closing balance as on 31-03-2016 

50446544-00 
Opening balance of Investment as on 01-04-2015 ( Incl. D.ed., HTET, B. Fund. 
T.Home, Corpus Fund) 

1768739000-00 
Add new Investment during the year 

2375000000-00 

4143739000-00 
Less redemption of FDR s during the year 

1802806000-00 
Closing balance of investment during the year 

2340933000-00 


( a ) As per Cashbook 

(b ) As per Investment 
Total Closing Balance as on 31-03-2016 


50446544-00 
2340933000-00 
2391379544-00 


( Sd .) ... , 
Chief Accounts Officer , 
Board of School Education , 

Haryana , Bhiwani. 


( Sd.) ..., 
Deputy Director (Audit), 
Board of School Education , 

Haryana, Bhiwani. 
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BOARD OF SCHOOL EDUCATION , HARYANA, BHIWANI 

( ISO 9001 :2008 Certified Organizations) 
Statement Showing Income for the year 2015-2016 
Heads of Income 

Income in Rupees 
(a ) Admission Fee 

1272240259-00 
(b ) Publication 

60660629-00 
( c ) Certificates 

17714765-00 
( d ) General 

16673375-00 
( e ) Miscellaneous 

177565178-00 
Total 

1544854206-00 
Statement Showing Expenditure for the year 2015-2016 
Heads of Expenditure 

Income in Rupees 
( a ) Administration 

559050187-00 
(b ) Publication 

15841812-00 
(c ) Conduct of Examination 

545227358-00 
( d ) Discretionary Fund 

1375147-00 
( e ) Education Improvement 

16698102-00 
( f) Financial Assistance 

4788903-00 
( g ) General 

5345536-00 
(h ) Miscellaneous 

10905148-00 
(i) Capital Accounts 

2731493-00 


Total 


1161963686-00 


( Sd.) ..., 
Chief Accounts Officer , 
Board of School Education , 

Haryana, Bhiwani. 


(Sd .) ..., 
Deputy Director (Audit), 
Board of School Education , 

Haryana , Bhiwani. 
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BOARD OF SCHOOL EDUCATION , HARYANA , BHIWANI 

( AN ISO 9001: 2008 Certified Organizations ) 
List of FDR s of A / c No. 62 (Main A / c) including (D.Ed , HTET, Building Fund) as on 31-3-2016 . 
Sr. No. FDR No./ Date of 

Date of Rate of Amount Name of Remark 
MMC Purchase Maturity Interest 

Bank 
27195 

11.04.2015 11.04.2016 9.50 % 140000000 Co -op A / c No. 62 
2 28814 24.04.2015 24.04.2016 9.50 % 

280000000 Co -op A / c No. 62 
3 461597 24.04.2015 24.04.2016 8.75 % 95000000 BOB 

A / c No. 62 
4 28815 27.04.2015 26.04.2016 9.25 % 

75000 

Co - op A / c No. 60 
5 28819 

28.04.2015 28.04.2016 9.50 % 30000000 Co - op A / c No. 62 
6 28842 25.05.2015 25.05.2016 9.20 % 

10000000 Co -op A / c No. 61 
7 28846 29.05.2015 29.05.2016 9.20 % 10000000 

Co- op A / c No. 62 
8 28891 

30.06.2015 30.06.2016 9.20 % 50000000 Co - op A / c No. 62 
9 48105 08.07.2015 08.07.2016 9.20 % 

100000000 Co - op 

( from HTET) 
10 48113 

14.07.2015 14.07.2016 9.20 % 50000000 Co - op from HTET 
48116 

20.07.2015 19.07.2016 9.20 % 55000000 Co - op from HTET 
12 48162 

27.08.2015 27.08.2016 9.20 % 20000000 Co - op A / c No. 62 
13 48165 

28.08.2015 28.08.2016 9.20 % 40000000 Co - op A / c No. 62 
14 48178 04.09.2015 04.09.2016 9.20 % 

120000000 Co -op A / c No. 62 
15 13125 12.10.2013 12.09.2016 10.00 % 43000 

Co - op A / c No. 1676 
16 13124 12.10.2013 12.09.2016 10.00 % 67000 

Co - op 

A / c No. 60 
17 48605 14.09.2015 14.09.2016 8.75 % 30000000 Co - op 

Building Fund 
18 13129 26.10.2013 26.09.2016 10.00 % 25000 

Co - op A / c No. 60 
19 13130 29.10.2013 29.09.2016 10.00 % 50000 

Co -op A / c No. 60 
20 48630 

01.10.2015 01.10.2016 8.50 % 40000000 Co- op A / c No. 62 
13131 31.10.2013 01.10.2016 10.00 % 40000 

Co -op A / c No. 1676 
22 13132 31.10.2013 01.10.2016 10.00 % 63000 

Co - op A / c No. 60 
23 25497224 13.11.2015 13.11.2016 7.50 % 120000000 HDFC A / c No.62 
24 13149 

12.12.2013 12.11.2016 10.00 % 360000 Co - op A / c No. 60 
25 13150 15.12.2013 15.11.2016 10.00 % 100000 

Co - op 

A / c No. 60 
26 13171 21.01.2014 21.12.2016 10.00 % 65000 

Co- op 

A / c No. 60 
27 13172 

21.01.2014 21.12.2016 10.00 % 45000 Co - op A / c No. 1676 
28 74772 13.01.2016 13.01.2017 8.70 % 300000000 Co- op 

A / c No. 62 
29 72731 

16.02.2016 16.02.2017 8.70 % 250000000 Co- op A / c No. 62 
30 72757 

05.03.2016 05.03.2017 8.70 % 200000000 Co- op A / c No. 62 
31 72756 

05.03.2016 05.03.2017 8.70 % 100000000 Co -op A / c No. 62 
32 72972 22.03.2016 22.03.2017 8.70 % 300000000 Co- op 

A / c No. 62 
Total Amount 

2340933000 


21 


( Sd.) ... , 


(Sd .) ... , 
Chief Accounts Officer 
Board of School Education , 

Haryana , Bhiwani. 


Deputy Director (Audit) 
Board of School Education , 

Haryana, Bhiwani. 


BOARD OF SCHOOL EDUCATION HARYANA, BHIWANI 

(AN ISO 9001: 2008 Certified Organizations ) 
Certified that no grant has been received during Financial Year 2015-2016 . 


( Sd .) ..., 
Chief Accounts Officer , 
Board of School Education , 

Haryana , Bhiwani. 
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HARYANA VIDYUT PRASARAN NIGAM LTD . 
Shakti Bhawan , Sector- 6 , Panchkula -134109 

PUBLIC NOTICE 
No. Ch . 06 /DS ( P ) 113 /Vol- V 

Dated 27-6-2016 
It is hereby notified for information of general public that Haryana Vidyut Prasaran Nigam Limited proposes to 
undertake the construction of following Transmission lines and Sub Stations in Haryana . 
SUBSTATIONS 

Sr. Name of Substations New ! No. of Capacity Voltage XEN / TS Division 
No 

Up 

T / F (MVA ) Ratio 

gradation 
220 kV 
Up - gradation of 132 kV UP 

2 160 220/132 XEN / TS , Panipat 
substation Rai to 220 kV GIS gradation 

2 100 

220/33 
substation Rai 

2 16/20 132/11 
2 Up - gradation of 66 kV AIS UP 

3 160 220/66 XEN Smart Grid ,HVPNL , 
substation Q - Block DLF gradation 

Gurgaon 
Gurgaon to 220/66/11 kV 

3 25 / 31.5 66/11 
GIS substation Q -Block DLF 

Gurgaon 
3 Up - gradation of 66 kV AIS UP 

3 160 

220/66 XEN Smart Grid ,HVPNL , 
substation Sector- 28 Gurgaon gradation 

Gurgaon 
to 220/66/11 kV GIS 

3 25 /31.5 66/11 
substation Sector-28 

Gurgaon 
132 kV 


1 


132 kV substation Bhojraj 


New 


2 


40/50 


132/33 


XEN / TS , Hisar 


66 kV 


1 


66 kV substation Rasulpur 


New 


2 


25 /31.5 


66/11 


XEN / TS , 
Madanpur 
XEN / TS , Palwal 


2 


New 


2 


12.5 / 16 


66/11 


66 kV substation Hassanpur 
Khadar 
66 kV substation Kazibans 


3 


New 


2 


25 / 31.5 


66/11 


4 


New 


3 


25 /31.5 


66/11 


XEN / TS , Yamunanagar 
XEN Smart Grid ,HVPNL , 
Gurgaon 


5 


New 


3 


25 /31.5 


66/11 


6 


New 


3 


25 / 31.5 


66/11 


66 kV GIS substation 
Sushant Lok , C - Block 
Gurgaon 
66 kV GIS substation Arjun 
Marg Gurgaon 
66 kV GIS substation L 
Block Gurgaon 
66 kV GIS substation M.G. 
Road Gurgaon 
66 kV GIS substation 
Sushant Lok , A -Block 
Gurgaon 
66 kV GIS substation 
M.A.Road Gurgaon 


XEN Smart Grid ,HVPNL , 
Gurgaon 
XEN Smart Grid ,HVPNL , 
Gurgaon 
XEN Smart Grid ,HVPNL , 
Gurgaon 
XEN Smart Grid,HVPNL , 
Gurgaon 


7 


New 


3 


25 /31.5 


66/11 


8 


New 


3 


25 / 31.5 


66/11 


9 


New 


3 


25 /31.5 


66/11 


XEN Smart Grid ,HVPNL , 
Gurgaon 
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TRANSMISSION LINES . 


Name of Transmission Line /section 


Tehsil and District 


Sr. 
No. 


Name of village/ villages in 
which line is passing 


XEN / TS 
Division 


220 kV 


1 


Tehsil & District - 

Sonepat 


XEN / TS , 
Panipat 


220 kV D /C line (0.5 sq " ACSR ) from 
400 kv S /Stn , Jajji (PGCIL ) to proposed 
220 kV S / Stn . GIS Rai (approximately 
24.5 km ) . 


Jajji , Rattangarh , Bhatgoan , 
Bagru , Badwasni, Mehlana , 
Kakroi, Baiyanpur, Harsana 
Malcha, Garhi Bindhrolli , 
Naseerpur, Ladpur, Chhatera , 
Akbarpur Barota , Jatheri, 
Rai. 


Tehsil & District 
Sonepat 


XEN / TS , 
Panipat 


2 | i) 220 kV with 0.5 sq " 132 kV with 0.4 Deepalpur, Khewra , 

sq " D /C transmission lines partly on M /C Aurangabad , Jakholi , Patla , 
towers from 400 kV substation Deepalpur Aterna, Nanagal Kalan , 
to proposed 220 kV substation GIS Rai Kundli, Nathupur, Pitampura , 
enroute proposed 132 kV substation Rai. 
Khewra, 220 kV S /Stn , RGEC and 132 
kV S /Stn , HSIIDC Kundli ( approx .. 
length Deepalpur -RGEC 8.85 km , 
RGEC -Kundli 5.73 km , Kundli-Rai 7.25 
km ). Total 21.83 km . 
ii ) LILO of one ( first) circuit of 132 kV 

Khewra 
D / C line on M / C towers mentioned at Sr. 
no . (i) above at 132 kV substation 
Khewra with 0.4 sq " ACSR D /C line. 

Kundli 
iii) LILO of one (second ) circuit of 132 
KV D / C line on M / C towers mentioned at 
Sr. no . (i) at 132 kV substation HSIIDC 
Kundli with 0.4 sq " ACSR D /C line . 
iv ) LILO of one ( second ) circuit of 132 

Nathupur, Pitampura 
KV D / C line on M / C TOWERS 
MENTIONED AT SR , NO . (i) at towers 
nearest to existing 0.15 sq " 132 kV 
Kundli - Rai S / C line so as to join with the 
line after breaking at nearest towers of the 
S / C line. 

Patla , Jakholi 
v ) LILO of both circuit of 220 kV D /C 
on M / C towers mentioned at sr. no . (i) 
above at 220 kV substation RGEC with 

0.5 sq " ACSR . 
3 LILO of one circuit of 220 kV Nuna Nuna- Majra , Dabodha 

Majra -Daultabad D /C line with twin 
moose conductor at 400 kV substation 

Bahadurgarh (PGCIL ) approx 2.0 km . 
4 220 kV D /C line on M /C / D / C /Monopole Vill -Kadarpur Ghata , 

towers from 400 kV substation Kadarpur Ullawas , Nangli Umarur, 
to proposed 220 kV substation DLF Q Sikanderpur, Wazirabad , 
Block , Gurgaon with HTLS 

Kanhai, Sec - 26 A , Sec - 28 , 
conductor/underground cable having 54 , 55 , 56 , 57 , 60 , 61, 63 
capacity equivalent to twin Moose ACSR 
conductor i.e. approximately 500 MVA 

(approx .. 14 km ). 
5 220 kV D / C line on M /C / D /C /Monopole Vill - Kadarpur, Ullawas, 

towers 400 kV substation Kadarpur to 220 Nangli Umarpur, Wazirabad , 
kV substation Sector -52 A , Gurgaon with Kanhai, Sec -52, 52 A , 53, 57 , 
HTLS conductor having capacity 

60, 63 
equivalent to twin Moose ACSR 
conductor i.e. approximately 500MVA 
( approx . 08 km ). 


Tehsil : Bahadurgarh , 

District: Jhajjar 


XEN / TS , 
Rohtak 


Tehsil & District 

Gurgaon 


XEN Smart 
Grid , HVPNL, 

Gurgaon 


Tehsil & District 

Gurgaon 


XEN Smart 
Grid ,HVPNL, 

Gurgaon 
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6 


Sec -27 , 


28 & 52 A 


Tehsil & District 

Gurgaon 


XEN Smart 
Grid , HVPNL , 

Gurgaon 


220 kV D /C line partially on 
M / C /D / C /Monopole towers ( as per ROW 
& requirement) from existing 220 kV 
substation Sector -52 A , Gurgaon to 
proposed 220 kV substation Sector- 28 , 
Gurgaon with HTLS 
conductor/ underground cable having 
capacity equivalent to twin Moose ACSR 
conductor i.e. approximately 500 MVA 
(approx .. 5 km ). 
220 kV D /C line on M / C /Monopole 
towers from proposed 220 kV substation 
Sector -28 to proposed 220 kV substation 
DLF Q - Block , Gurgaon with HTLS 
conductor/ underground cable having 
capacity equivalent to twin Moose ACSR 
conductor i.e. approximately 500 MVA 
(approx . 3 km ) 


7 


Vill-Sikanderpur, Sec - 25 , 
26 , 26 A , 28 


Tehsil & District 

Gurgaon 


XEN Smart 
Grid , HVPNL , 

Gurgaon 


132 kV Lines 


1 


XEN / TS , 


Tehsil: Tohana 
District : Fatehabad 


Hisar 


Chanderkhurd , Chander 
Kalan , Jamalpur- Shekan , 
Rainwali, Damkpur, Kudni 
Head ,Mamupur, Udepur, 
Nanheri, Oasimpur and 
Jakhal Mandi 


132 kV Two phase S /C line on D / C tower 
from 132 kV substation Chander Khurd to 
132 kV Railway Traction substation 
Jakhal with 0.2 sq " ACSR conductor size . 
(approx . length 18 to 20 km .) (deposit 
work of the Railway ) 
132 kV Two phase S /C line on D /C tower 
from 132 kV substation Uchana to 132 
kV Railway Traction substation Ghaso 
with 0.2 sq " ACSR conductor 
size.(approx . 6 km ) ( deposit work of the 
Railway) 


2 


Kharak Boora, Sappa Kheri , 
Ghaso Khurd and Ghaso 
Kalan 


Tehsil : Uchana 
District: Jind 


XEN / TS , 

Hisar 


3 


Kharinti, Chandi 


Tehsil: Meham , 
District: Rohtak 


XEN / TS , 
Rohtak 


132 kV Two phase S /C line on D /C tower 
from 132 kV substation Chandi to 132 
KV TSS Kharinti with 0.4 " ACSR 
conductor size . (deposit work of the 
Railway) 


Nuna-Majra , Kassar, 
Bahadurgarh village 


Tehsil: Bahadurgarh , 
District: Jhajjar 


XEN / TS , 
Rohtak 


4 Stringing of 2nd Ckt. Of 132 kV S /C 

Nuna Majra -HSIIDC Bahadurgarh line 
with 0.4 sq " (instead of the approved 
0.2sq " size ) ACSR conductor on D /C 
towers with its LILO with the existing 
132 kV Assaudha-Bahadurgarh (old ) line 
in such a way to envisage the following 
arrangement/connectivities : 
(i) 132 kV Nuna Majra - Bahadurgarh 
(old ) line with 0.4 sq " ACSR conductor. 
( ii ) 132 kV Assaudha -HSIIDC 
Bahadurgarh line with 0.4 sq " ACSR 
conductor, i.e. disconnection of 132 kV 
S / S Assaudha from 132 kV Bahadurgarh 
( old ). 


PART III ] 


HARYANA GOVT. GAZ ., JULY 5 , 2016 (ASAR . 14 , 1938 SAKA ) 


121 


5 


XEN / TS , 


Nuna-Majra , Kassar, 
Bahadurgarh village 


Tehsil: Bahadurgarh , 
District: Jhajjar 


Rohtak 


132 kV D / C line from HSIIDC 
Bahadurgarh to existing 132 kV 
Assaudha - Bahadurgarh line for its 
connectivity with 2nd ckt. Of 132 kV 
Nuna Majra to HSIIDC Bahadurgarh line 
with 0.4 sq " ACSR conductor. (2 kms) 
along with conversion of 132 kV 
Assaudha-Bahadurgarh (old ) line from 
LILO point upto Bahadurgarh old 
substation with 132 kV tower line with 
0.4 sq " conductor (1 km ). 


6 


XEN / TS , Hisar 


Satrod Kalan , Sec 27-28 , 
Hisar Land ofMunicipal 
Corporation Hisar 


Tehsil:- Hisar , 
District: Hisar 


LILO of 132 kV S / C BBMB (220 kV ) 
Hisar -Hansi (Ckt- 1 ) at 132 kV Railway 
Traction substation Satrod along with 
strengtheing of this line by augmenting 
conductor size from 0.125 sq" to 0.2 sq " 
by HVPNL as a deposit work of the North 
Western Railway. 
132 kV Two phase S / C line (approx . 30 
km )on D /C tower with 0.4 sq” ACSR 
conductor from 132 kV substation 
Kalanaur to 132 kV Railway Traction 
S / Stn . Manheru (deposit work of the 
Railway) 


7 


Village Lamba, Village Sonf 
Kasni, Village Madhmadhvi 
and Village Manheru 


Tehsil : Bhiwani, 
District : Bhiwani 


XEN / TS, 
Bhiwani 


8 


XEN / TS , 


LILO of one circuit of 132 kV D / C line 
from 220 kv Sangwan to 132 kV 
substation Khanak at 132 kV substation 
Bhojraj with 0.4 sq” ACSR conductor. 


Bhojraj, Gunjar, Dhamana, 
Kawari, Balawas , Nalwa, 
Khanak 


Bhiwani 


Tehsil :- Hisar, 
District: Hisar (except 
Khanak ) 
Tehsil: Tosham 
District: Bhiwani for 
Khanak 


9 


Tehsil: Hisar District: 
Hisar 


XEN / TS , Hisar 


132 kV S / C line on D / C tower with 0.4 
sq ” ACSR conductor from 132 kV 
substation Bhojraj to 132 kV substation 
Arya Nagar. 


Mangali, Kamiri, Gangwa, 
Harikot, Tokas, Patan , Arya 
Nagar 


10 


XEN / TS , 
Kaithal 


LILO of 132 kv Neemwala - Sewan S / C 
line (0.4 sq ” ACSR conductor ) on D /C 
tower at 132 kV substation Kangthali 
(approx . 3.5 km ) 


Pollar, Himmatpura , 
Pedal, Theh Newal, 
Balbhera , 
Rattangarh 


Teh & Dist. Sewan & 
Kaithal Cheek & 
Kaithal, Pehwa and 
Kurukshetra 


11 


132 kV S / C line on D / C tower from 220 
kV substation Sampla to 132 kV 
substation Assaudha with 0.4 sq ” ACSR 
conductor. 


Aaandha, Loharheri, 
Jasaurkheri, Dehkora, 
Aasaudha . 


Tehsil: 
*Bahadurgarh , 
District: Jhajjar 


XEN / TS , 
Rohtak 


Sampla , Ismaila , Nayabaas 


Tehsil : Sampla, 
District: Rohtak 


12 


Nandha 


Tehsil -Badhra Dist - 
Bhiwani 


XEN / TS , 
Rewari 


LILO of one Ckt. of 132 kV D / C 
Dadibhana - Loharu line at 132 kv S /stn 
Satnali with 0.4 sq ” ACSR conductor. 
( approx . 15 km ) . 


Ahmedwas 


Tehsil -Loharu Dist 
Bhiwani 
SubTehsil - 
Satnali Dist - 
Mahendergarh 


Shyampura 


Jarwa Dhani, 


SubTehsil - 
Satnali Dist 
Mahendergarh 
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Jarwa 


SubTehsil 
Satnali, Distt . 
Mahendergarh 


Shampura 


SubTehsil -Satnali , 
Distt. -Mahendergarh 


66 kV Lines 


Tehsil- Barwala 
Distt.- Panchkula 


66 kV D / C line with 0.4 sq " ACSR 
conductor from 220 kV substation 
Raiwali to 66 kV substation HSIIDC IE 
Barwala ( approx . length 12 km .) 


XEN / TS , 
Madanpur 


220kV S / Stn . Raiwali, 
Gazipur, Haripur , Nayagaon , 
Bhagwanpur, Batawar 
(Bataur ), Barwala , Rahawar 
(Rehore ) ,Sultanpur, 
Khatauli, Khataula , 
Sukhdarshanpur, Naggal, 
Alipur 66 kV S /Stn . HSIIDC 
IE Barwala 


2 


LILO of one circuit of existing 66 kV 
Madanpur ( 220 kV ) -Barwala line at 66 kV 
HSIIDC Barwala (approx . length 3 km ) 
with 0.4 sq " ACSR conductor . 


Alipur, Naggal, Bir Fizori, 
Jalauli 66 kV S /Stn . HSIIDC 
IE Barwala 


Tehsil -Barwala Distt. 
Panchkula 


XEN / TS , 
Madanpur 


3 


LILO of one circuit of 66 kV D /C Palla - 
A4 with 0.4 sq " ACSR conductor at 66 
kV substation Sector- 31 . ( approx . length 
0.655 km .) 


HUDA Green Belt of Urban 
Estate Sector- 31 & infornt of 
Police II Lne (Sector-31) 


Tehsil & District 
Faridabad 


XEN / TS , 
Faridabad 


4 


Providing T -off arrangement of 2nd 
circuit of 66 kV D / C Palla -A4 at 66 kV 
substation Bhupani. 


Tehsil & District 
Faridabad 


Haryana Irrigation 
De rtment Land and HUDA 
Green Belt of Urban Estate 
Sector - 31 


XEN / TS , 
Faridabad 


5 


LILO of one circuit of 66 kV D / C 
Naraingarh -Berkheri with 0.4 sq " ACSR 
conductor at 66 kV substation Rasulpur. 
(approx. length 12 km ) 


XEN / TS , 
Madanpur 


Ghnauli, Ambli, Dehar, 
Nanhera , Dumonwala , 
Laharpur, Rathali, Nizampur, 
Asgharpur, Udyamgarh , 66 
kV S / Stn . Rasulpur 


Tehsil -Naraingarh & 
Yamuna Nagar Distt. 
Ambala & 
Yamuna Nagar, 
Tehsil- Sadhaura 
Distt.- Yamuna Nagar 


6 


Tehsil & District 
Faridabad 


XEN / TS , 
Faridabad 


LILO of one circuit of 66 kV D / C A4 - A5 
line having 0.2 sq " INVAR conductor 
with 66 kV 2x4x1Cx1200 sq.mm under 
ground XLPE cable of about 2.5 KM 
route length at 66 kV substation Idgah , 
Faridabad . 


Village Sihi, HUDA Green 
Belt of Urban Estate , Sector 
3 , Sector -4 , Sector-6 , Sector 
7 , Sector - 8 & near by area of 
220 kV substation A - 5 
( Sector- 3 ) 


7 


Sujwari, Rampur Khor , 
Balai, Thanthri, Hassapur 


Tehsil & District 
Palwal 


XEN / TS , 
Palwal 


LILO of 1st circuit 66 kV Meerpur Kurali 
-Chandhut-Allawalpur S /C line on D /C 
tower at proposed 66 kV substation 
Hassanpur Khadar between Chandhut 
Allawalpur section (approx . 11 km ) 


8 


LILO of66 kv S / C Jorian -Gangori line 
with 0.4 sq ” ACSR conductor at 
proposed 66 kV substation Kazibans 
(approx .. 8km ). 


Sajri, Masana, Rangran , 
Satgoli, Kabul pur, Rapouli 
Kajibans 


XEN / TS 
Yamuna Nagar 


Tehsil Jagadhari 
Sub - Tehsil 
Mustafabad , 
District- Yamuna 
Nagar 
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9 


Sec.- 27 , 28 & 52 A 


Tehsil & District 
Gurgaon 


XEN Smart 
Grid ,HVPNL, 

Gurgaon 


66 kV D /C line on 
underground/Aluminum cable of size 
1200 sq .mm XLPE from proposed 220 
kV substation Sector-28 to 66 kV 
substation Sushant Lok - C -Block , 
Gurgaon . ( Tentative Length – 3.80 km ). 


10 


Sec.- 27 , 28 , 29, 41 & 52 A. 


Tehsil & District 
Gurgaon 


XEN Smart 
Grid ,HVPNL, 

Gurgaon 


66 kV D /C line on 
underground /Aluminum cable of size 
1200 sq . mm XLPE from proposed 66 kV 
substation Sushant Lok - C -Block , 
Gurgaon to proposed 66 kV substation 
Sushant Lok A -Block , Gurgaon 
( Tentative length - 2.30 km ). 
66 kV D / C line on 
underground /Aluminum cable of size 
1200 sq . mm XLPE from proposed 220 
kV substation Sector -52 to 66 kV 
substation Sushant Lok - C -Block , 
Gurgaon . ( Tentative Length - 2.70 km ). 


11 


Sec .-27 , 44 & 52 A. 


Tehsil & District 
Gurgaon 


XEN Smart 
Grid ,HVPNL, 

Gurgaon 


12 


Sec.- 26 , 27 & 28 . 


Tehsil & District 
Gurgaon 


XEN Smart 
Grid ,HVPNL, 

Gurgaon 


66 kV D /C line on 
underground /Aluminum cable of size 
1200 sq . mm XLPE from proposed 220 
kV substation Sector -28 to 66 kV 
substation Arjun Marg , Gurgaon . 
( Tentative Length - 1.60 km ). 


13 


Vill - Arjan Garh , 
Sikanderpur & Nathupur, 
Sec. - 26 , 26 A , 42 


Tehsil & District 
Gurgaon 


XEN Smart 
Grid ,HVPNL , 

Gurgaon 


66 kV D / C line on 
underground /Aluminum cable of size 
1200 sq . mm XLPE from proposed 66 kV 
substation Arjun Marg to 66 kV 
substation MG Road , Gurgaon . ( Tentative 
Length - 5.10 km ). 
66 kV D /C line on 
underground / Aluminum cable of size 
1200 sq . mm XLPE from proposed 220 
kV substation DLF Q -Block to 66 kV 
substation MG Road , Gurgaon . ( Tentative 
Length – 0.71 km ). 


14 


Vill- Sikanderpur, Nathupur 
& Sec . - 26 


Tehsil & District 
Gurgaon 


XEN Smart 
Grid ,HVPNL 

Gurgaon 


15 


Vill- Chakarpur, Sikanderpur 
& Sec .- 24 & 25 


Tehsil & District 
Gurgaon 


XEN Smart 
Grid ,HVPNL, 

Gurgaon 


66 kV D /C line on 
underground / Aluminum cable of size 
1200 sq . mm XLPE from proposed 220 
kV substation DLF Q -Block to 66 kV 
substation L - Block , Gurgaon . ( Tentative 
Length – 3.0 km ). 
66 kV D /C line on 
underground /Aluminum cable of size 
1200 sq . mm XLPE from proposed 66 kV 
substation S. Lok A - Block to 66 kV 
substation L - Block , Gurgaon . ( Tentative 
Length – 2.1 km ). 


16 


Sec.-25 , 28 , & 29 


Tehsil & District 
Gurgaon 


XEN Smart 
Grid ,HVPNL , 

Gurgaon 


17 


Sec .- 27 , 28 , 29 , 44 & 52 A 


Tehsil & District 
Gurgaon 


66 kV D /C line on 
underground / Aluminum cable of size 
1200 sq . mm XLPE from proposed 66 kV 
substation to Sector - 44 to 66 kV 
substation S. Lok A -Block . ( Tentative 
Length - 2.5 km ). 


XEN Smart 
Grid , HVPNL , 

Gurgaon 
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18 


Vill - Sikanderpur, Nathupur 
and Sec . -24 & sec - 26 


Tehsil & District 
Gurgaon 


XEN Smart 
Grid ,HVPNL , 

Gurgaon 


66 kV D / C line on 
underground / Aluminum cable of size 
1200 sq . mm XLPE from proposed 220 
kV substation DLF Q -Block to 66 kV 
substation MA Road , Gurgaon . ( Tentative 
Length – 4.5 km ). 


19 


Vill- Dundahera , Rajiv Nagar 
and Sec .- 19 , 20 & 24 . 


Tehsil & District 
Gurgaon 


XEN Smart 
Grid ,HVPNL, 

Gurgaon 


66 kV D /C line on 
underground /Aluminum cable of size 
1200 sq. mm XLPE from proposed 220 
kV substation Sector- 20 to 66 kV 
substation MA Road , Gurgaon . ( Tentative 
Length - 4.20 km ). 


Note : 

The area under CE / TS Panchkula and Hisar is as under: 


Address 


Phone No. 


Sr.No. Degination 
C.E / TS,HVPNL, Panchkula 


1 . 


S.E./TS,HVPNL , Panchkula 


0172-2591171 


Flat No. 509-510 ,Power Colony , Industrial 
Area Phase - 2, Panchkula 


A 


XEN / TS,HVPNL , Panchkula 


220 kv S /Stn . Madanpur, Panchkula 


01733-253066 


B 


XEN / TS ,HVPNL , Ambala 


0171-2540217 


Behind Ajit Petrol Pump , Baldave Nagar, 
Ambala City . 


С 


XEN /TS ,HVPNL , Yamunanagar 


01732-291866 


Opposite 66 Kv Substation Yamunanagar , 
Radaur Road ,Yamunanagar 


2 . 


SE / TS ,HVPNL , Karnal 


0184-2268000 


Shakti Bhawan , Near St. Teresa Convent 
School, Kunjpura Road , Karnal 


0184-2268833 


A 


XEN /TS,HVPNL , Karnal 


0184-2266169 


Shakti Bhawan , Near St. Teresa Convent 
School, Kunjpura Road , Karnal 


B 


XEN /TS , HVPNL , Kurukeshtra 


66 Ky Substation, Pipli,Kurukshetra 


01744-231680 


С 


XEN / TS , HVPNL , Kaithal 


01746-224456 


3 . 


SE / TS , HVPNL , Rohtak 


132 Kv S /Stn ,Power House Colony ,Kaithal 
Old Power House Colony , Circular Road 
Near Old ITI, Rohtak 


0172-271310 


A 


XEN / TS, HVPNL, Rohtak 


01262-247901 


Old Power House Colony , Circular Road 
Near Old ITI, Rohtak 


B 


XEN / TS, HVPNL, Panipat 


0180-2652978 


Gohana Road , Power House Complex , 
Panipat 


CE / TS ,HVPNL, Hisar 


1 


SE / TS, HVPNL,Hisar 


Vidyut Nagar,Hisar 


01662-223084 


A 


XEN / TS , Bhiwani 


BTM Road ,Bhiwani. 


01664-242797 


B 


XEN / TS , Hisar 


Vidyut Nagar,Hisar 


01662-220998 


C 


XEN / TS, Sirsa 


132 kV S /Stn . Barnala Road ,Sirsa 


01666-238426 


D 


XEN / TS,HVPNL ,Jind 


132 kV S / Stn . Jind New ,Near Vita Plant 


01681-225031 


2 


SE / TS, HVPNL ,Gurgaon 


66 kV S / Stn , M.G. Road ,Gurgaon 


0124-2320318 


A 


XEN / TS , Rewari 


220 kV Substation , Jhajjar Road ,Rewari 


01274-258595 


3 


220 kV Sector-52 A , Gurgaon 


0124-2396955 


SE Smart Grid cum NCR Planning 
Gurgaon 
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A 


XEN /Smart Grid , Gurgaon 


220 kV , Sector- 52 A , Gurgaon 


0124-2386954 


1st Floor,Udyog Vihar, Phase - 5 ,Adjoining 
Trident Hotel,Gurgaon (Under construction ) 


4 . 


SE / TS ,HVPNL , Faridabad 


0129-2222132 


66 kV Substation A - 4 ,Sector- 18 , Near By 
Pass Road, Faridabad 


A 


XEN / TS , Faridabad 


Thermal Colony,Sector - 22 ,Faridabad 


0129-2230174 


B 


XEN / TS, Palwal 


66 kV S / Stn . Rasul PurMoad ,Palwal. 


01275-246466 


With the commissioning of these transmission systems, there will be a big boost to Agriculture & Industry in 
Haryana , besides appreciable relief to domestic consumers. 

It is hereby notified that the Haryana Vidyut Prasaran Nigam Limited (HVPNL ) is undertaking and executing 
the sanctioned scheme/works and shall have the powers under section 164 of the electricity Act, 2003 (36 of 2003) , 
conferred by the Governor of Haryana to HVPNL with all the powers possessed by the telegraph authority under part 
III of the Indian Telegraphs Act, 1885 (13 of 1885 ), in respect of electrical lines and electrical plants established or 
maintained , or to be so established or maintained for the transmission of electricity or for the purpose of telephonic or 
telegraphic communication necessary for the proper cordination of the works. 

Accordingly, placing and maintaining of electrical lines or electrical plants under, over , along or across posts 
in or upon any immovable property for the purpose of telephonic or telegraphic communications necessary for proper 
cordination of the works , the vesting and exercise of the powers of the telegraph authority of the Indian Telegraphs 
Act, 1885 (13 of 1885 ), with respect to the placing of the telegraph line and post established or maintained or to be so 
established or maintained stands conferred on the HVPNL . 

The sanction / execution of the aforesaid works in the scheme by the Nigam Limited (HVPNL ) is hereby 
notified for the information of general public by the publication in the Official Gazette of Haryana Government and in 
two numbers leading local dailies . 

HVPNL reserves the right to augment / modify or amend the list being notified . The list as notified covers the 
works approved so far. Any new works approved will be notified in subsequent list. 

Notice is hereby given that any licensee or other person interested may raise any objection and / or may make 
representation upon the above scheme within 2 months of the publication of this notification , after which no further 
objection and / or representation shall be entertained and the scheme shall be deemed to be sanctioned with or without 
modification by the Nigam . 

Necessary plans showing the indicative transmission line routes may be seen on any working day in the 
concerned T /S Division of HVPNL listed above. Objection and / or representation , if any, should be sent to the 
undersigned . 


DEPUTY SECRETARY /PROJECTS , 
HARYANA VIDYUT PRASARAN NIGAM LTD ., 
SHAKTI BHAWAN , SECTOR - 6 , PANCHKULA . 


[ 109-1 ] 


CHANGE OF NAME 


I, Arvind Gupta W /o Shri R. K. Gupta R /o # 398 , Sector 4 , Panchkula have changed my name to Prem Lata 
Gupta . 


[110-1 ] 


54434_C.S . - H.G.P ., Chd. 


